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Part Number 


Description 


41232 -000-001-002 


Emergency Flotation 
Step Actuator, RH 


Box Part Number I 
BX22 
I 
Dimensionl 
20.25 x 25 x 9.625 


Other Packaging I 
I 


Logo Decals 
l 
I I 


Packaging Instructions and Decal Placement 


41232-000-001-002 
Tape box securely. Wrap hardware and step in foam. 
Place in box. Add paperwork and hose. Add foam to box 
to prevent movement. 
Seal box. Apply label D2729-3 as per instructions in aSI 014. 


02729-4 
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